CHAPEL  OF  ALL  FAITHS 

The  main  Chapel  located  at  the  Milledgevllle 
State  Hospital,  founded  in  1963,  built  by  con- 
tributions from  citizens  over  the  State  of  Georgia. 
Smaller  Chapels  are  located  in  various  places  on 
the  property. 
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